To: Jenkins, Laura Fiynn[Jenkins. Laura@epa.gov] 

From: Hulstein, Sarah 

Sent: Mon 8/10/2015 9:14:09 PM 

Subject: RE: ACTION REQUIRED ASAP - GKM ? 


Hi Laura - 

This is the information we have to date. 


Sarah 


Gold King Mine Blowout 2015 

08/10/2015 


Group 

Number 

EPA @ REOC 

21 

Contractors @ REOC 

2 

EPA in Field (R8) 

17 

Contractors in Field 

15 

WERT Reg 8 

0 


From: Jenkins, Laura Flynn 

Sent: Monday, August 10, 2015 3:11 PM 

To: Hulstein, Sarah 

Subject: Re: ACTION REQUIRED ASAP - GKM ? 


Joan wants R8 headcount ASAP. 
Laura Jenkins 
Budget/Project Officer 
Water Security Division 


1789735 


ED 000552E 00009354-00001 



& USEPA Region 8 


1595 Wvnkoop St. 

8P-W-DW 

Denver. CO 80208 
Land Line: 303-312-6256 
Cell Phone: 202-360-8453 

On Aug 10, 2015, at 1:14 PM, Hulstein, Sarah < hulstein.sarah@epa.gov> wrote: 

<image002.jpg> 

Hi- 

That is not something that we have updated information on this at this time. Once I do I 
will pass the information onto you. 

Thanks, 

Sarah 


From: Jenkins, Laura Flynn 

Sent: Monday, August 10, 2015 1:08 PM 

To: Hulstein, Sarah 

Cc: McClain-Vanderpool, Lisa 

Subject: ACTION REQUIRED ASAP - GKM ? 

Importance: High 


What is the total number of EPA people working on-site, and how many contractors? 

Laura Jenkins 
Media Officer 
USEPA-Region 8 


1789735 


ED 000552E 00009354-00002 



1595 Wynkoop St. 
Mailcode: 8-OC 
Denver, CO 80202 
Landline: 303-312-6256 
Cell: 202-360-8453 
Fax: 303-312-6961 


1789735 


ED 000552E 00009354-00003 



